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3.125 (a) REPEAT 

FACILniES, GENERAL 

Section 3.125, (a) Structural Slrer»g(hi. The facility musi be constrtjctedi of aucb material and of such strength as 
apfxiqpriate far the animalSi involved. TTie inqkiQr and Quldoor homing facilifiea^ aball be maintained in good repair to 
protect the animals froon ilniury and to contain the animals. 

The lir^enaee rues parlDrmed some cdrreciive measures., wbir^n inr^lurSa adrding an appraximale 2ft kich-iri at Ihe top el 
eix;los(jre i n the area around 3 el the 5 trees that vvere growing near or leaning against the feix)e A 41| high 
fence panel was added tP thte top ol the fence ol enclosure #14 atwve ihe water tank te eidend the height ol the 
tence La 16fL lor the fift of ler^in tor the water Lank. There had bean limited tree trimming and removaJ vviLhin seme 
enclosuresK however there wefe still trees in each enctosure listed below that were leaning against the fence or within 
3 ft pf the base of the perimeter lence. The licensee advised that he was not going to remove more trees until the 
issue was ssLllsd with the lawyers. 

The tollpwing encloeures either have frees growing within 0' of Ihe primary enoJceure lence cr hpve limbs growing 
through Ihs primary anclosura lanes; 

EhclbrSure #1 1 , housing a tiger; enclosure #0. housing 2 lions; enclosure #12,, housing a oougar; efi[:losure #14, 
housing a tiger; enclosure #1 5, housing a cougar, enclosure #1 7, housing a tiger; enclosure #l9ia. housing a tiger, 
and enclosure- ff^Oa, housing a cougar. 

Several ol these trees lean againsL the ferysa, while others angle towards the fence. 'While some cl these trees are 
ounrently small, as they grow they can become large enough to pose a threat tor potential escape routes. 

The tacility shaJi adequately conlain the animals by removing irees lhal are too close la the primary enclosure fence, 
or provide increased vertical height, kick,-ins, or tops to the affected areas. Tailing these preventative measures and 
maintaining the enclgaurp Ipnqe accpr-tjing 1g AW A regulaCipng anrd standards should prevant the risk gf escape by 
the regulated animals that can climb, and decrease the potential for safety risks to the animal and general public . 

Inspection and exit interview was canducted with the licensee. Alter the exit iruterview was aanducled, the inspectibn 
report was presented to be signed by the licensee. The Hicensee refused to sign the inspection 


Prepared By: 
Title; 

Received By: 
Title; 


ANNMARJE HOUSER, A C I 


ANNMARIE HOUSER, AC I U&DA, APHIS, Animal Care 
ANIMAL CARE INSPECTOR Inspector 6022 


(b)(e), (b)(7)(c) 


Pasa IcT 2 


Date: 

May-1 4-20 13 


Date; 

May-14-2013 


Insp e Ction Rep olt EKplaliatioli: http : / /vnirw. iphis .us da. gov/ aliimaLvrelf are / dovmlo ads /IR_E>5)laliatioli.p df 






USDA 


Urited States Department of Agricutture 
Animal and Pl^n1 Hgaltti Inapeclipn ^rviqa 

Inspection Report 


>H0ijSEI1 

12913125-1301 037 Inspjd 


report upon advice of Iheir lav^yers, The report was left with the licensee and a copy was sent via certified mail. 
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